AMENDMENT NO. 1 JANUARY 2022 


TO 


IS 17514 : 2021 REUSABLE SANITARY PAD / 
SANITARY NAPKIN / PERIOD PANTIES — 
SPECIFICATION 


(Page 1, clause 6, third sentence) — Substitute the following for the existing: 
‘The recommended sizes of reusable sanitary pad/sanitary napkin are classified 
as follows:’ 


(Page 1, clause 6, informal table) — Substitute ‘Size class’ for ‘Size’. 


(Page 3, clause 9.4, subtitle) — Substitute the following for the existing: 


‘9.4 Biocompatibility Evaluation — Cytotoxicity, Irritation and Skin 
Sensitization (Optional)’ 


(Page 3, clause 9.4, first line) — Substitute the following for the existing: 


‘If required by the buyer, the manufacturer shall ensure that raw material used for 
manufacturing the final product are safe for user based on its known toxicological 
characteristics at intended use.’ 


(Page 4, clause 12.1, first sentence) — Substitute the following for the 
existing: 


‘Each pack shall be legibly and indelibly marked with the manufacturer’s name 
or trademark, number of reusable sanitary pad/sanitary napkin/period panties 
contained in it and total absorption capacity in addition to the following:’ 


(Page 4, clause 12.1) — Insert the following at the end: 


‘h) Size class and pad length for reusable sanitary pad/sanitary napkin or 
length for period panty.’ 


‘}) Disposability instructions — The manufacturer shall provide the 
instruction to users for safe disposal of the product as per Solid Waste 
Management Rules, 2016 or any other rules and regulations published 
from time to time.’ 


[Page 7, Annex C, d)] — Substitute ‘positioned’ for ‘provisioned’. 
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